7 PROCESS & INSTRUMENTS CORPORATION 

1 1943 Broadway, Brooklyn, N.Y. 11207, Tel. 212 - 452-8380 


September 2h f 197]* 

•' .. t 

Dr. John Xreisher 

The Council for Tobacco Researcb-U.S.A.,Inc. 

110 East 59th Street 
New Tork,N.Y. 10022 

-i . - ■ ' 

Dear Doctor Kreisher: 

We have received numerous requests, many of them referred to us by the 
Council for Tobacco Research-”.S.A.,Inc.,, for price and delivery information' 
on the Walton Horizontal Smoke Exposure Machine. While this machine was 
under development for the Council, re did not respond to these requests. 

Now, however, since the current version of the machine has proven satisfactory 
in extensive field tests, re would like to make it generally available to 
interested groups. 



Therefore we are hereby applying to the Council for Tobacco Research- 
U.S.A.,Inc. for permission to manufacture and market the Walton machine for 
sale to the general scientific public. 


We trust that the Council will grant our request and thereby permit us 
to make this useful device available to research investigators. 

Sincerely yours, 

PROCESS & INSTRUMENTS CORPORATION 


Joseph /rreenopan 
Director jj 



Sours©; http$;//www. industrydocuments.ucsf.edu/docs/qmylOpQO .'.. 
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